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Stores Purchase 


Animal Husbandry Department 

ദർഘാസ് പരസ്യം 


നമ്പർ 52 / 2014 . 

2014 ജനുവരി 23 . 
പത്തനംതിട്ട ജില്ലാ വെറ്ററിനറി കേന്ദ്രത്തിലെ ലബോറട്ടറി 
ഉപയോഗത്തിലേക്കായി വെറ്ററിനറി ഹെമറ്റോളജി അനലൈസർ 
(1 എണ്ണം) വിതരണം ചെയ്യുവാൻ താൽപ്പര്യമുള്ള നിർമ്മാണ 
സ്ഥാപനങ്ങൾ അംഗീകൃത വിതരണക്കാർ എന്നിവരിൽ നിന്നും 
മൽ സര സ്വഭാ വമുള്ള മുദ്ര വച്ച ദർഘാസുകൾക്ഷണിച്ചു 
കൊള്ളുന്നു . 

ദർഘാസ് നമ്പർ- 1/ 2013 -14. 
അടങ്കൽ തുക - 4,00 ,000. 
നിരതദ്രവ്യം - ആകെ തുകയുടെ 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - 800 + 5 % മൂല്യ വർദ്ധിത നികുതി. 

ഡ്യൂപ്ലിക്കേറ്റ് - 400 + 5 % മൂല്യ വർദ്ധിത നികുതി. 
ദർഘാസ് ഫോറം നൽകുന്ന അവസാന തീയതി 
1 - 3 - 2014. 


- ദർഘാസ് തുറന്നു പരിശോധിക്കുന്ന തീയതിയും 
സമയവും- 4-3 -2014 ഉച്ചയ്ക്കുശേഷം 3 മണി. 

ദർഘാസ് ഫോറം നൽകുകയും സ്വീകരിക്കുകയും 
ചെയ്യുന്ന ഓഫീസിന്റെ വിലാസം -- ജില്ലാ വെറ്ററിനറി കേന്ദ്രം, 
പത്തനംതിട്ട, കേരളം , പിൻ- 689 645. 

- കേരള സർക്കാർ ദർഘാസുകൾക്ക് ബാധകമാകുന്ന 
എല്ലാ നിയ മ ങ്ങളും ഈ ദർഘാ സിനും ബാധ ക മാ ണ്. 
ഉപകരണങ്ങളുടെ എല്ലാ വിവരങ്ങളും ദർഘാസ് ഫോറത്തി 

നൊപ്പം ലഭ്യമാണ്. ഈ ദർഘാസിന്റെ കാലാവധി ഈ 
ദർഘാസ് പരസ്യപ്പെടുത്തിയ തീയതി മുതൽ മൂന്ന് മാസത്തേ 
ക്കായിരിക്കുന്നതാണ്. 
No . 52/ 2014. 

- 23rd January 2014. 
Sealed competitive tenders are invited from 
approved manufacturers or authorised distributors /dealers 
for supply of Veterinary Hematology Analyzer — One 
Number for the use of District Veterinary Centre , 
Pathanamthitta . 

Tender No . - 1/2013 -14 . 
Total Amount - 4,00,000 
| Earnest Money Deposit -- 1 % of the total cost of 
the article tendered for. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 4 - 3 - 2014, 11 മണി. 
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SPECIAL TERMS AND CONDITIONS 


Cost of tender form : 

Original — 800 + 5 % VAT. 

Duplicate — 400 + 5 % VAT. 
Last date upto which tender is issued 
1 -3 - 2014 . 

Last date and time of receiving tender — 4 - 3 -2014 , 
11 a .m . 

Date and time of opening of tender — 4 -3 -2014 , 3 p. m . 

Address of office from which tender forms are 
available and tenders are received — District Veterinary 
Centre, Pathanamthitta District, Pin -689 645 , Kerala . 

All Kerala Government Orders and Laws applicable 
to tenders are applicable to this tender also . Full details 
of the above items will be available along with tender 
forms. The validity of this tender will be for 3 months 
from the date of this tender notification . 


SPECIFICATIONS 
1 . Veterinary Hematology Analyzer 

General Parameters 
WBC , RBC , HGB, HCT, MCV, MCH , MCHC , RDW , 
PLT, MPV, PDW and PCT values for Cattle, Dog , Cat, 
Horse , Goat, Mouse , Rabbit etc . Option should be 
there to measure the blood values of birds also . 
Lymph % , Mon % , Gran % , Eos % (for domestic animals ) 
Electrical impedance method for cell counting and 
cyanide free method for Heamoglobin 
Histograms for WBC, RBC and PLT 
Sample Volume, prediluted 20uL and whole blood 
< 15 uL 
Minimum sample processing 25 samples per hour. 
Parameters with Linearity Range and Precision (CV % ) 
WBC (10 % L ) 0.4-99.9 ; 3.0 ( 7.5- 15.0 ) 
RBC ( 1012/ L ) 0. 20 - 16 .99; 2.0 ( 3.50 -6.00 ) 
HGB (g/L ) 3- 250 ; 2.0 ( 120 -180 ) 
Color LCD with display Resolution (min ) : 800 x 600 
RS232 x 2 ports, 1 keyboard interface with facility to 
print the result. 
Thermal recorder, 50mm width paper , multiple printout 
formats , 
external printer. 
Operational features 
AC 100 -240V, 50 /60Hz. 
Temperature : 15 °C ~ 30°C 
Humidity : 30 % - 85 % 


1. The offer should be for the supply from of the 

ready stock in original packing of the manufacturer 
and the tenderers should give the name of the 

manufacturer of the items. 
2. Tenderers should submit a crossed demand draft 

for 1 % of the total cost of the article tendered for 
in favour of Chief Veterinary Officer , 
District Veterinary Centre , Pathanamthitta along with 

the tender as Earnest Money Deposit (EMD ). 
3. Rate quoted should be in Indian currency only . 
4 . The rate quoted should be for the delivery of the 

item at the destination , i. e . to the Campus of 
District Veterinary Centre , Pathanamthitta . The rates 
should include all taxes , delivery , forwarding and 

installation charges . 
5 . Ex godown rate and free on rail despatch at 

stations offered by firms are not acceptable and 

such tenders will be rejected . 
6 . The firm who are not original manufacturers 

should produce the authorization certificate by the 

manufacturer. 
7 Sufficient brochures and technical write ups of the 

quoted item should be provided along with the 

tender. 
8. A minimum of one year guarantee should be there 

for every tendered item . 
9 . Tenderers should submit a primary agreement in 

the Kerala Stamp Paper worth 100 along with the 
tender . In the absence of such agreement, tender 

will be rejected . 
10 . The manufacturer should have ISO Certification or 

other valid accreditation . 
11. Annual maintenance contract for 5 years should be 

there with the company. 
12 . Supply of the items should be effected within 15 

days by the firm / authorized technical hands after 

installation . 
13 . A minimum of three demonstrations should be 

done by the firm /authorised technical hands after 

installation . 
14 . The Earnest Money Deposit furnished by the firms 

as demand draft will be released after satisfactory 
completion of contracts and the tenderers should 
collect the same from this office. 
Payments will be made within 15 days from the 
date of acceptance of the item by the Chief 
Veterinary Officer, District Veterinary Centre , 
Pathanamthitta after satisfactory installation and 
demonstration of the item . 


15 . Pay 


All the required accessories / components for the 
smooth functioning of the equipment should be supplied 
along with . The instrument should have a minimum of 2 
years warranty . 


District Veterinary Centre, 
Pathanamthitta . 


(Sd .) 
Chief Veterinary Officer. 


